Item 3 



1. USC1B circulate d & U,K . report setting forth the result# 

Of their initial negotiation# elthl I in larnlemimtatinn of the UKflBA 

Conference (July 195*0 on| / ! ^ |. 

2. The U.K. report vas generally acceptable to US CIB awaab er# and 

they were prepared to endorse the U.K. arrangement# vith l \ provided 

Clarifi cation vas obtained on tvo point# (USCIB 29 • 17/12 )* On the matter 
Of a U.S. guarantee to supply modern COMIST intercept equipment , USCIB 
informed ISIB (USCIB 29,17/U} that v* vuuld need to have some idea of 
precisely vhat would be required before making a definite commitment. 

With regard to the SHUT aspect# of the report, 1SIB va# informed that 
USCIB vas not at present in a position to endorse. the arrangement#, either 

for provision of modern Tet.TTffP equipment to| |or for cessation of any 

StlST approaches to py U.S. authorities. 



3. USCIB 29‘17/l3 circulates the British reply to USCIB* s comments, 
setting forth in some detail the equipme nt requirements placed on the U.S, 
Furnishing this equipment to the I Ivouid b e in return for agreement 

to release by the British of | results to the U.S, 

4* The equipment requested is as follows 1 

a, AK/AER9 Receivers with spares fear three years operation, 
Quantity ten initially to be followed by a further ten equipments at a 
later date, probably SLRs. 

b. BKL Chain Amplifiers TV - 52 with spares for three years 
Operation. Quantity eight. 



follows 1 - 



a. Signal Generators with spares for three year# operation, as 



TS 419/U 
T3 koyu 

n 621/u 
TS 622/u 
TE 186/UP 



900-2100 Jfc/s 

1800-4000 Me/ a 
3650-7300 Me/ a 
6600-10,900 Mc/a 
Quantity tvo 



Quantity tvo 
Quantity two 
Quantity tvo 
Quantity tvo 



d. Kay Bonagraph vith spares for three years operation. Quantity 
#. Clarke Wf receivers as modified by JJSA* Quantity tvo. 
f. BCR - 291 Sf 5)/? equipments. Quantity two. 



eclassified and approved for release bv NSA ori 05-02-2014 pursuant to E.O. 1352 
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^gra pscib Mtmm? /p* 86-36/50 use sees 

Xt«® 3 (ccnt‘d) 

5, the U.K, negotiator* believe that the financial value of tMi 

equipment my be taken tut representing the waxlnua request vbieh the 

wm likely to mice annually in return for agreement to the relens* Of 
materiel to the 0.8. 

6. the British point out that! re^irsnasats for equipment 

front both O.K. and Assert can sources are, and will nontine to be 7 srlti colly 
«x*Bdned by U.K, expert* in the light of current knowledge of I I 

towpetence in the technical and operations! fields, thie examination ia 
Mid* with the object of insuring the cost efficient use of the equipment 
provided and encouraging balanced progress ia interception. USCH'e 
edBDsenta are invited. 

7- On k loveaber l$5l the Director, g£A notified the eealers of USCIB 
flKA Rerial OOOhTJW) that be eeftsidered the condition* imposed by the 

I for release of their material* to the 0.8, acceptable insofar as 

they apply to CCWT&T, He pointed out that the guarantee of U.S. support 
in supplyin g interc ept equipment through the U.K. i* anal ogous to tho 





V1SWS 



6, Coordi n&tj 
requested by the l 
presicaabiy wcui a be 
annually to the 



an annual basis . Xqui 



that the equipaieat 
and this total 









U idMe«V44>dl 



'to the U.S, through U.K. 



9* PUC© believes that the list of cquipcjeat requested should be 
•eaadned oarefully because eoae of it almost surely would be used for 
WtXKT purposes, The AM/ APB9, for oounple, is a UHF receiver and ie 
de sign ed primarily for KLIHT. It can be used and, in fact, is used for 
COMIPT intercept by the U.S, the queotlcm, however, Isi bow would the 

lose it? IRO© believes that neither USCIB nor the Direct ©r, ISA 

Should be placed in the position of offering JUT*? quid yro quo for CQHIST. 

. 10. Oonsideratiom should also be given to centering th e coat of thi s 
tfJjOWit with the financial outlay which ve are **kin£ to the l I 

In the Utter ease, the initial coat of the station is $150,000 and the 
sort once it is established will run to about $100,000 annually. 

11* — If It is decided thht we can go ahead and provide this equipment 

fwr the| j, v« should m he it clear to the British that, while we are 

granting the r eque st, we should like assurances that the eq^Eoant is to 
fct used for COKIBT purposes only. We night also question the use to which 
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PL 86-36/50 USC 3605 



maauwiL msm 

tt«Q 3 (seat'd) 

they plan to put the A*/ArS9'». tfe hare * fw la use for (fifiiltlfi? aaarch but 
the Swedes are asking for ten etpii patents now, and ton *crt» later cm. 

13* Xf this e^uiprwnt is tor nlshed, It should be soda clear to the 
British that this does not constitute a oorasltsacnt for the future. Zt 
Should be pointed out that sate eluent requests will be tag uai n ed op th eir 
mm individual Merits and in light of the value to ua of the 
Cm#? “taka’*. 



13* It le re c oe Me nded that the retreated ecru ingtagt b e furnished to 



the British for forwarding through tthalralty to the 

r iftao that It be used only for COUUVT purposes. , , , _ 

aide elear that furnishing this sgulpasnt does hot constitute a 
eawaltaeot for the future* 



1 with the 
Additionally, it should 





REF ID : A605 



3 «f ter U2tk S9CJS) 

mm 



as m/APa. 9 1 

e 3*L Ornlzs. Amplifier W-52 

Signal G*n«r*i*r»: 

2 ?5~4X9/5 

2 18-403^ 

2 T342V\f 

2 TS-622/S 

2 7S-1B6/0? 



a cru*** tsp bwmiws cum) 

2 9CR-29X HF D/F 5q«lpne»t 



- 5,500. 


1110,000 


* 33,000 


1143,000 


200. 


1,600 


480 


2,080 


1*200, 


2,400 


720 


3,120 


1*500. 


3,000 


900 


3,900 


2*200. 


4,400 


1,320 


5,720 


2,200. 


4*400 


1,320 


5*720 


1,000. 


2*000 


600 


2*600 


1,995, 


1*995 


200 


2,195 


TOO. 


1*400 


500 


1*900 


11,264. 


22,528 


2*252 


A28Q 

♦195,015 



